82      DOCKETED ITEMS

P. Operating license stage documents & correspondence

9109050139 Responds to 910506 request for add! info re station biackout & discusses
impact of installation of sixth EDG on station blackout required coping duration.
SHIPPER,J.D. Pacific Gas & Electric Co. 91/OB/15. Document Control Branch (Docu-
ment Control Desk). 21pp. 59030:252-59030:272.

9109040443 Forwards proposed PR notice re ACRS subcommittee on extreme external
phenomena meeting on 910916 & 17 to discuss results of plant long-term seismic

RoSSS. Project Directorate V. 91/08/21. SHIPPER,J.D. Pacific Gas & Electric Co.
5pp. 58981:248-58981:254.

-9109040447 Notice of ACRS subcommittee on extreme external phenomena meeting
on 910916 & 17 re long-term seismic revaluation program.

QUITTSCHREIBER ACRS - Advisory Committee on Reactor Safeguards. 91/08/19.
2pp. 58981:253-58981:254.

9109050051 Forwards documents re NRC review of util long-term seismic program.for
info & use.

ROOD.H. Project Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas & Electric Co.
4pp. 58993:291-58994:015.

-9109050056 Forwards "Random-Effects Analysis of Near-Source Ground Motion for
Diablo Canyon Power Plant Site.San Luis Obispo County.CA," final reptRept super-
cedes previous Itr repts on 910522,29 & 0610.

CAMPBELL.K.W. Dames & Moore. 91/08/04. SOBEL.P. NRC - No Detailed Affiliation
Given. 1p. 58993:295-58993:295.

-9109050058 "Random-Effects Analysis of Near-Source Ground Motion for Diablo
Canyon Power Plant Site.San Luis Obispo County.CA."
CAMPBELL.K.W. Dames & Moore. 91/07/25. 81pp. 58993:296-58994:015.

9109050076 Grants relief request from requirement of ASME section XI. subsections
IWP-3300 & IWP-3500(b) to annually measure bearing temp of alt pumps in snservice
testing programs.

ROOD.H. Project Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas & Electric Co.
4pp. 58993:261-58993:264.

9109230175 Forwards amends 65 & 64 to licenses DPR-80 & DPR-82, respectively &
safety evaluation.Amends revise IS to provide surveillance requirement & addl margin
for difference between min & max individual injection line flows.
ROOD.H. Project Directorate V. 91/09/05. SHIFFER.J.D. Pacific Gas & Electric Co.
4pp. 59201:028-59201:057.

-9109230180 Amends 65 & 64 to licenses DPR-80 & DPR-82,respective!y. revising IS
to provide surveillance requirement & addl margin for difference between min & max
individual injection line flows.
DYER.J.E. Project Directorate V. 91/09/05. 14pp. 59201:032-59201:045.

-9109230185 Safety evaluation supporting amends 65 & 64 to licenses DPR-80 & DPR-
82,respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 12pp.
59201:046-59201:057.

9109230119 Forwards Amends 66 & 65 to licenses DPR-80 & DPR-82, respectively &
safety evaluation.Amends revise Tech Specs re snubber visual insp intervals.per Ge-
neric Ltr 90-09.

ROOD.H. Project Directorate V. 91/09/06. SHIFFER.J.D. Pacific Gas & Electric Co.
4pp. 59186:347-59187:015.

-9109230125 Amends 66 & 65 to licenses DPR-80 & DPR-82,respectively, revising
Tech Specs & associated bases re snubber visual insp intervals.per generic Itr 90-09.
DYER,IE. Project Directorate V. 91/09/06. 23pp. 59186:351-59187:012.

-9109230128 Safety evaluation supporting amends 66 & 65 to licenses DPR-80 & DPR-
82.respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 3pp.
59187:013-59187:015.

9109270054 Forwards NRC SER re masonry walls at facility.
ZIMMERMAN.R.P. Region 4 (Post 820201). 91/09/18. SHIFFER.J.D. Pacific Gas &
Electric Co. 9pp. 59216:259-59216:267.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-

graphers." Svc list encl.
CUNNING!-------

3HAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York. Inc. 68pp. 58923:091-58923:159.

9109050142 Responds to NRC Itr re violations noted in Insp Repts 50-275/91-07 & 50-
323/91-07 on 910422 & 0524.Corrective actionsrcontests first violation re Surveillance
Test Procedures M-9I & M-9A. "Diesel Engine Generator...."
SHIPPER.J.D. Pacific Gas & Electric Co. 91/08/19. Document Control Branch (Docu-
ment Control Desk). 6pp. 59025:326-59025:331.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York. Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York. Inc. 86pp. 58979:091-58979:177.

9109050076 Grants relief request from requirement of ASME section XI, subsections
IWP-3300 & IWP-3500(b) to annually measure bearing temp of all pumps in inservice
testing programs.

ROOD.H. Project Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas & Electric Co.
4pp. 58993:261-58993:264.

9109030176 Revised notification of significant open meeting on 910827 in Avila
Beach.CA w/licensee to conduct SALP meeting.

ZIMMERMAN.R.P. Region 5 (Post 820201). 91/08/22. Region 5 (Post 820201). 4pp.
58952:325-58952:328.

9109110240 Forwards Insp Repts 50-275/91-20 & 50-323/91-20 on 910608- 0722.NO
violations noted.Several instances where personnel made errors in work clearances &
surveillance testing identified.

RICHARDS.S.A. Region 5 (Post 820201). 91/08/22. SHIFFER.J.D. Pacific Gas &
Electric Co. 3pp. 59092:174-59092:191.

-9109110243 Insp Repts 50-275/91-20 & 50-323/91-20 on 910608-0722.NO violations
noted.Major areas inspected:followup of onsite events.open items.LERs & selected in-
dependent insp activities.
MORRILL.P.J. Region 5 (Post 820201). 91/08/19. 16pp. 59092:177-59092:191.

9109040436 Summary of 910715 meeting w/utii in Rockville.MD re NRC Staff questions
resulting from recent insp of commercial dedication of 6th diesel generator at util. List
of attendees & viewgraphs encl.

ROOD.H. Project Directorate V. 91/08/23. Project Directorate V. 37pp. 58981:281-
58981:317.

9109270106 Discusses final SALP & mgt meeting repts 50-275/91-26 & 50-323/91-26
on S10827.Ongoing improvement initiatives supported.

MARTIN.J.B. Region 4 (Post 820201). 91/09/05. SHIFFER.J.D. Pacific Gas & Electric
Co. 3pp. 59217:075-59217:082.

-9109270109 Mgt meeting insp repts 50-275/91-26 & 50-323/91-26 on 910827.Major
areas discussed:SALP rept for Jan 1990 - June 1991.
RICHARDS.S.A. Region 4 (Post 820201). 91/09/05. 5pp. 59217:078-59217:082.

9109230119 Forwards Amends 66 & 65 to licenses DPR-80 & DPR-82, respectively &
safety evaluation.Amends revise Tech Specs re snubber visual insp intervals.per Ge-
neric Ltr 90-09.

ROOD.H. Project Directorate V. 91/09/06. SHIFFER.J.D. Pacific Gas & Electric Co.
4pp. 59186:347-59187:015.

-9109230125 Amends 66 & 65 to licenses DPR-80 & DPR-82,respectiveiy, revising
Tech Specs & associated bases re snubber visual insp intervals.per generic Itr 90-09.
DYER.J.E. Project Directorate V. 91/09/06. 23pp. 59186:351-59187:012.

-9109230128 Safety evaluation supporting amends 66 & 65 to licenses DPR-80 & DPR-
82,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/06. 3pp.
59187:013-59187:015.

9109230149 Notification of contract execution.mod 2,Task Order 15,to "Nuclear Power
Reactor Operations.Mod & Maint Insp Svc." ContractonParameter.lnc.
DUBOSE.BJ. Contract Administration Branch (890205-900602). FIN L-1342-0. 91/09/
12. SCHWINK.W.S. Planning, Program & Management Support Branch (Post 870411).
THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p. 59191:140-59191:143.

-9109230152 Ltr contract NRC-03-89-027,mod 2 to Task Order 15, "Technical Assist-
ance for Investigation of Allegations re Mechanical & Measurement & Testing
Equiprnent.Diablo Canyon Units 1 & 2," to "Nuclear Power Reactor Operations...."
SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1342-0. 91/09/
12. LOFY.R.A. PARAMETER, Inc. 3pp. 59191:141-59191:143.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109050088 Forwards fitness-for-duty performance rept for period Jan- June 1991.Per-
formance data has been analyzed & mgt actions taken to enhance subj program.
SHIFFER.J.D. Pacific Gas & Electric Co. 91/08/27. Document Control Branch (Docu-
ment Control Desk), 7pp. 59031:062-59031:068.

9109050264 Forwards "Semiannual Radioactive Effluent Release Rept Jan- June 1991
for Diablo Canyon Units 1 & 2." & corrected pages to "Semiannual Effluent Release
Rept Second Half 1990."

WOMACK.LF. Pacific Gas & Electric Co. 91/08/29. Document Control Branch (Docu-
ment Control Desk). 2pp. 59018:190-59018:348.

-9109050270 Corrected pages for Units 1 & 2 "Semiannual Radioactive Effluent Re-
lease Rept for Second Half 1990."

* Pacific Gas & Electric Co. 90/12/31. 4pp. 59018:192-59018:195.

-9109050274 "Semiannual Radioactive Effluent Release Rept for Jan-Jun 1991 for
Diablo Canyon Power Plant Units 1 & 2."

* Pacific Gas & Electric Co. 91/06/30. 298pp. 59018:196-59018:348.

9109170260 Monthly operating repts for Aug 1991 for Diablo Canyon Units 1 & 2.W/
910915 Itr.

JOYCE.T.C.. TOWNSEND.J.D. Pacific Gas & Electric Co. 91/08/31. 11pp. 59121:253-
59121:263.

S. Reportable occurrences, LERs & related correspondence

9109250143 LER 91-004-00:on 910813,failure to meet Tech Spec 3.4.6.2.. Action b.due
to calculation error in surveillance test. Caused by personnel error.Personnel involved
have been counseled re need for attention.W/910916 Itr.

HUG.M.T., SHIFFER.J.D. Pacific Gas & Electric Co. 91/09/16. 7pp. 59212:054-
59212:060.

9109270069 PNO-V-91-022:on 910917,earthquake occurred.causing ground motion that
was felt in administration & auxiliary bldgs.No adverse effect on facility observed.State
& local officials notified.
MORRILL.P. Region 5 (Post 820201). 91/09/17.1p. 59216:316-59216:316.Regulation/Director (Post 870411). 1p. 59176:037-59176:037.. BROUGHTON.G.T. General Public
